US Model 
Canadian Model 
AEP Model 

UK Model 

E Model 


SPECIFICATIONS 
Radio section Battery life Approx. 6 hours of tape playback 
Frequency range FM: 875—108 MHz and approx. 16 hours of FM 
AM: US, Canadian, E model: reception, using. Sony alkaline 
530 – 1,710 kHz (10 kHz step) batteries АМЗ (М) 
AEP, UK model: Dimensions Approx. 97 х 19 x 43 mm (w/h/d) 
531 —1,602 kHz (9 kHz step) not incl. projecting parts and 
Antennas FM:. Headphone cord antenna controls | | 
AM: Built-in ferrite bar antenna Weight Approx. 330 g, incl. batteries 
Accessories supplied 
Tape player section Belt clip (1) 
Frequency response (Dolby NR off) Canadian, European and UK model: 
30 – 15,000 Hz Stereo headphones (open-air type, 1) 
Power output 10 mW + 10 mW, 16 ohms at DC Other model: Stereo earphones 
operation (open-air type, 1) 
Output Headphones (stereo minijack): load И 
impedance 8 — 300 ohms Design and specifications subject to change without 
Power requirements notice. 
3 V DC, two R6 (size AA) batteries 
DC IN 3 V jack accepts: 
Optional Sony EBP-5008B battery Note: If an AC 
; | : power adaptor ог а car battery cord not 
ct use with R20 (size D) manufactured by Sony is used, a fuse must be installed 
à in the AC power adaptor or the car battery cord and the 
Optional Sony AC-D2M AC power polarity of the plug must be as illustrated. 
adaptor 
US, Canadian model: к 
120 У AC, 60 Hz + Ay, 
UK model: e- 
240 V AC, 50 Hz 
AEP model: 
220 V AC, 50 Hz 
E model: 
120 V AC, 60 Hz or 220 V AC, 
50 Hz 


Optional Sony DCC-70 car battery 
cord for use with 12 V car battery 


RADIO CASSETTE PLAYER 
SON Y. 
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Notes on chip component replacement 


e Never reuse a disconnected chip component. 
е Notice that the minus side of a tantalum capacitor may 
be damaged by heat. 


Flexible Circuit Board Repairing 


€ Keep the temperature of the soldering iron around 
270°C during repairing. 

• Do not touch the soldering iron on the same conductor 
of the circuit board (within 3 times). 

e Be careful not to apply force on the conductor when 
soldering or unsoldering. 
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WARNING !! 


ADVARSEL! 
Lithiumbatteri— Eksplosionsfare 


Udskiftning må kun foretages 
af en sagkyndig, og som 
beskrevet i servicemanualen. 


LITHIUM BATTERY 


SHOULD ONLY BE CHANGED BY TECHNICAL 
PERSONNEL. THERE IS A RISK FOR EXPLOSION 
AT A WRONG HANDLING. 


“Batteriet ma kun udskiftes med et batteri af samme 
fabrikat og type”. 


Because of the risk for explosion the battery must 
be replaced with the same type and manufacture. 


| WM- F2078 


SECTION 1 
GENERAL 


Parts Identification 


PHONES (headphones) jack 

RADIO ON button 

(radio) OFF button 

MEMORY/TIME SET button 

BAND select button 

Display window 

CLOCK button 

ALARM button 

OPR/BATT (operation/battery) indicator 
VOL (volume) control 

[11] SCAN +/- button 

[12] ш STOP button 

[13] 4 (fast-forward) button 

А PLAY button 

[15] ¥ (rewind) button 

[16] DIRECTION (tape transport direction change) selector 
[17] Preset tuning (channel number) buttons 
TAPE selector (NORM,CrO2/ METAL) 

[19] Battery compartment lid 

[20! DC IN 3 V (external power input) jack 
[21] DOLBY NR OFF/ON, FM LOCAL/DX (MONO/ST) selector 
[22] MODE selector (22) 


= |l || || folie |» [2 |» [5] 


9 
10 
tt 
12 
13 
14 
15 
16 


17 


Features 


• The synthesized tuner can: 
—receive a station automatically 
— memorize 7 stations for each FM and AM. 

• Auto-reverse function changes the tape playback direction without 
turning the cassette over. 

• Water-resistant design 

• Dolby NR* system reduces tape hiss noise during playback. 

* TAPE selector for optimum playback with standard tapes as well as 
high-performance metal tapes 


*Dolby noise reduction manufactured under license from Dolby 
Laboratories Licensing Corporation. 
“DOLBY” and the double-D symbol 00 are trademarks of Dolby 
Laboratories Licensing Corporation. 
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Radio Reception 


Each press on the BAND 
button changes the band 
indicator cyclically as 

АМ>ЕМ->АМ... . 


Press to tune in a higher 
frequency. 


To stop the radio 


Press to tune in a lower 
frequency. 


To Scan the Stations 
There are three ways to scan the stations. 


— One step scan 
Press a SCAN button repeatedly. You can scan a 
desired station manually. A beep sound follows each 
press and the frequency changes in the steps 
shown below. 
AM: 10 kHz 
FM: 0.1 MHz 
(except for United Kingdom and European countries) 


PRESET 


or 


AM: 9 kHz 
FM: 0.05 MHz 


— Seeking scan 
When you press the SCAN 4 or — button for more 
than half a second, the automatic tuning begins, 
and then stops automatically when a station is: 
received. 
To stop automatic tuning, press the SCAN + or — 
button again. 


— Fast scan 
Use the function to rapidly scan a station. 
Keep a SCAN button pressed. Fast scanning starts. 
Release the button when the scanning comes near 
a desired frequency. The scanning continues in the 
seeking scan mode. 


Display window 
Fenétre d'affichage 


Notes on radio reception Band indicator Preset number indicator 
* When you press the tape operation buttons (A PLAY, Indicateur de gamme Indicateur de numéro de station 
or у ) during radio reception, the indications on prérégiée 


the display window wil! change to the current time 
display, the radio will be turned off and the unit will 
go in the tape operation mode. To restore radio | FM 
reception, press the RADIO ON button again. LAM. 
* The automatic tuning function may occasionally miss 
the best setting for a radio station. if this happens, 
press the SCAN + or — button to adjust the tuning. 
* You should remove the cassette tape if it has a 
metallic cassette shell or labels. Such cassette may | Frequency indicator 
cause interference or difficulty in tuning. Indicateur de fréquence 


PEETA 


When the battery becomes weak while 
listening to the radio | - | 
The radio will be turned off. п this case, try playing To memorize station frequencies 
back a tape. If the “Е” indicator appears on the 1 Tune in a desired station. 


display, replace the batteries with new ones. 2 Press a desired preset tuning button while keeping 


the MEMORY button pressed. 
The “PRESET” and the preset number indicators 
you have selected will appear on the display and 
the station will be memorized. 


When you press the RADIO ON button while 
listening to the radio, the current time will appear for 
about two seconds. 


Repeat steps 1 and 2. Up to 7 stations each can be 
memorized for each band. 
To turn off the radio, press the (radio) OFF button. 


To tune in a preset station 


1 Press the RADIO ON button to turn on the radio. 

2 Select a desired band by pressing the BAND button. 
3 Press a desired preset tuning button. 

4 Adjust the volume. 


—4— 
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Clock Operation 


To Set the Current Time Be sure to turn off the radio. You cannot set the clock and the alarm during radio reception. 


1 Press the CLOCK button (preset tuning button 1) while keeping the 
TIME SET button pressed. The “Р” indicator will appear on the 
display. 

Be sure to keep the TIME SET button pressed until the current 
time setting is completed. 


2 Set the time. 
: After the current time setting is completed, release the TIME SET 
Press to advance the time button. The “Р” indicator will disappear. 


(minute). 


- o ú | * When the SCAN + ог — button is kept pressed, the digits advance 
TIME SET rapidly. 
| i - • The hour display is on: 
—a 24-hour cycle (for European countries) 
Press to put back the time —а 12-hour cycle (for other countries) 
(minute). * Replace the batteries within about one hour, or the time you have 
set will be canceled. 
* The hour display advances by one when the minute display returns 
to "00" after "59". 


To Set the Alarm 


Press the ALARM button (preset tuning button 2) while keeping the 
TIME SET button pressed. 

The “А” and “(=)” indicators will appear on the display. 

Be sure to keep the TIME SET button pressed until the alarm 
setting is completed. 


Set the time. 
: After the alarm time setting is completed, release the TIME SET 
Press to advance the time button. The display will return to the current time display. The "A" 
(minute). indicator will disappear, but the "(e)" indicator will remain on the 
display. 


| ) Press to put back the time 
(minute). 


H 
D» 
L2 
B 
=) 


\ 


To Stop the Alarm 
While listening to the radio 


While listening to the tape While listening to neither the radio nor the tape | 


(radio) OEF 


RADO | 


[9990 


(radio) ЈЕ 


While listening to the radio 

The alarm will be heard from the headphones. To stop the alarm, 
press the RADIO ON button. You can continuously listen to the radio. 
№ you press the (radio) OFF button, the alarm and the radio are both 
stopped. 


While listening to the tape 


The alarm will be heard from the headphones. To stop the alarm, 
press the (radio) OFF button. 


While listening to neither the radio nor the tape 


The alarm will be heard from inside the unit (not from the 
headphones). Press the (radio) OFF button to stop the alarm, or press 
the RADIO ON button to stop the alarm and to turn on the radio. 

The "(e)" indicator on the display goes off when you stop the alarm. 


If you want to cancel the alarm, press the ALARM button (preset 
tuning button 2) twice while keeping the TIME SET button pressed. At 
the first pressing, the “А”, “(ө)” and alarm time indicators appear on 
the display and at the second pressing, the "(e)" indicator goes off 
and the alarm setting is canceled. Release the TIME SET button to 
return to the current time display. 
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SECTION 2 
NOTE ON REPAIR 


2-1. WATERPROOFED SECTION 
Apply sony bond SC108 


Apply soution, teflon 


Joint (B) 


Apply sony grease SGL505 
Apply sony bond SC108 


< . ү 


Packing DC jack | 


Oring 
(Apply sony grease SGL505) 


Knob (A) 
CABINET (REAR) 


CABINET (FRONT) 


Screw tapping Packing (B) 


(Apply sony grease SGL505) 


Solution teflon: 7-451-109-02 
Sony bond SC108: 1-432- 909-04 
Sony grease 561 - 505 : 7-662-010-04 
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SECTION 3 
DISASSEMBLY 


Note : Follow the disassembly procedure in the numerical order given. 


Cover 


CABNET (FRONT) 


72 


N 
|| @ Screw tapping 
ü 
/ 


3 


А $y——— Ө Washer 


Б 


Ө Screw tapping @ Screw tapping 


Ө Screw tapping 
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SECTION 4 
ADJUSTMENTS 


4-1. MECHANICAL ADJUSTMENTS 4-2. ELECTRICAL ADJUSTMENTS 


PRECAUTION CASSETTE SECTION 


1. Clean the following parts with a denatured alcohol 


istened b: 
moistened swa Tape Speed Adjustment 


playback pinch roller 
capstan rubber belts 
: А Procedure : 
2. Demagnetize the playback head with a head demagnet- 
irem Mode: playback 
| ) . À heck 
3. Do not use a magnetized screwdriver for the adjustments. pend nei 
4. After the adjustments, apply suitable locking compound test tape counter 
to the parts adjusted NIA 
р ) | | | (3kHz, OdB) 
5. The adjustments should be performed with the rated 
power supply voltage (2.5V) unless otherwise noted. 
— set quee 
Torque Measurement headphones jack 
Specification : 


FWD Back 
Tension 


less than ко ы 
(less than 0. ко ы 


20 — 35g*cm 
(0.27 — 0.48oz* inch) 
CQ-102RC 
REV Back less than 3g*cm 
Tension (less than 0.04 oz*inch) 
more than 60g*cm 
FF; КЕЎ CQ-201B (more than 0.83 oz*inch) 


Tape Tension Measurement 


Ls [о в. 
CQ403A | more than 65g-cm 
CQ-403R (more than 0.890z* inch) 


20 — Збр ст 
(0.27 — 0.480z*inch) 
CQ-102D 


Frequency difference between the beginning and the end of 
the tape should be within 2.5% (+75Н2). 


Tape Speed Adjustment : 


RV601 
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Radio Section 


АМ SECTION 
BAND switch: AM 


digital voltmeter 


TP 
(TUN VOL) 


AM TUNING VOLTAGE ADJUSTMENT 


Adjust for following values on digital voltmeter 


Display indication AM 530kHz 
Digital voltmeter reading 0.80 + 0.02V 


AM Tracking Adjustment 


AM RF SG 


Put the lead-wire 
м! antenna close to 
the set. 
е 


30% amplitude 
modulation by 
400 Hz signal 


УТУМ 
(range: 0.5 — 5 У ac) 


Head phones jack 


€ Repeat the procedures in each adjustment several times, and the 
tracking adjustment should be finally done by the trimmer capacitors. 


[ sommes aie О 
ПЕТТИ | __а [сп] 


| 
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FM SECTION 


FM Tuning Voltage Adjsutment 
BAND switch: FM 


digital voltmeter 


TP 
(TUN VOL) 


FM TUNING VOLTAGE ADJUSTMENT 


Adjust for following values on digital voltmeter 


Display indication FM 87.5MHz 
Digital voltmeter reading 3.20 + 0.02У 


FM Tracking Adjustment 


FM RF SG 


22.5 kHz frequency 
deviation by 400 Hz 
signal 


УТУМ 
(range: 0.5 — 5 У ac) 


Head phones jack 


• Repeat the procedures in each adjustment several times, and the 
tracking adjustment should be finally done by the trimmer capacitors. 


NULL Adjustment 
BAND switch: FM 


FM RF SG 


0.01 uF 
Е ANT IN 


22.5 kHz frequency 
deviation by 400 Hz 
signal 
VTVM 
(dc range) 
Cz] 
[о 3 (t 


NULL ADJUSTMENT 


Adjustment Location : 


main board — side А — 


ФТР (TUN VOL) 


MAIN FLEXIBLE BOARD 


== 
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SECTION 5 
DIAGRAMS 5-2, PRINTED WIRING BOARD 
1 2 3 4 5 6 Т 8 E p it [3 15 14 5 [3 17 18 9 20 El 22 25 24. 25 


5-1. IC BLOCK DIAGRAM + Semiconductor Location 
[MAIN BOARD]—SIDE В — - 
-1С1 cx20029 «10301 BA3404F Ref, No. [Location А at 
> > ee sms 
5 Tio (DISPLAY BOARDI Т > Trot 8 
0301 | C-8 tsi ; каса» [ERLE] 
0303 | С-9 mem 
0401 | I-10 B 
0801 | C-3 
0802 | Е-4 
0803 | Е-4 
0804 | Е-4 
0805 | Е-4 
0806 | C-4 
ву ы | 
1302 | E-20 vas goo = 
16303 | E-23 = 
| ЧЕ il 
Б 16803 | 0-5 b 
OH e a |c8 | 
, оо ? 92 | нә || 
a, 03 | 6-8 || 
Q4 E-8 ‘SUB BOARD. Hid 
< 05 | F-10 е i 
Q6 |0-8 | 
07 D-10 E | | 
08 0-8 | 
од | 0-8 al 
Q10 D-9 ҮН 
011 0-8 || 
0101 | E-19 i 
0201 | F-20 Mer 
Q301 | C- 10 F 
2302 | C-9 
0303 | С-9 
Е 
cse 9802 | B-4 
— SEGMENT — 9803 | 6-4 
0804 | 6-4 6 
0808 | б-4 
0811 | с-3 2 È isl 
н = š - = $$] 
8 1 z 1 [= | | T 
Н H = BOARD 1 
| шш eg 5 
a m: ` pes) ss ~ ey а Цев | 
р [MAIN FLEXIBLE 7 а: =) бози; — 
BOARD E] – “el š МА SS owe Oo) 
P Í m 
Note on Mounting Diagram: 
° @ Through hole. 
ide which is seen. 
ө rear sida. 
—12— —13— —14— 
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5-3. SCHEMATIC DIAGRAM —MAIN SECTION— 


1 | 2 | з | 4 5 6 | 7 8 9 | v 11 12 3 | 4 = | в | v 18 19 
А | (МАІМ BOARD] еқ | 
| 5 5 Б т i 
Iri H 1 8 5 Е 
| š схгоога u 5 " u Š оо El E 
<= FRONT-END, FM IF, DET, MPX DEM ^ = a 5 Ë ж ойк жон 2 Е @ Н 
Ам вани TEADET 5 * E š we рон Srt 55 d 
| m z 5 я 5 E E sh 55 " DE A 8 8 9-41 
Ë Е Ë = 2 < * #22 а af 4 Р H E 
B | 63 £ 8 3 63; k—€369—$ | 
сар ооа [LT [asl је ро о Я я 3 
| ita | ža ч E ss Ne Н 
we ~ 51, |> бп > 
= Н чы so, || |% ч г 
a| x3? Дар | Nol Sal 5% ч 5 — | 
| | Gob og 5 |е ко of EM ин | х 8 
Бај обаш ° a5 E x| | ју |5|Е| |< Н 
au ща uz oa EM mj | ој та [sles «Lu — 
5 5 ° [8 | era DTC114EK i$ za |i. E N ul 
© | P | E WOTING ШАШ КАРЕ Jel || 2 
a | Я 
| P Е 3 254 Jg папе о a 
— H H 
DTC114EK | DTC114EK ха 
= Н Da LOCAL/DX же | li 
Š | а oT TM | uc 
| | 1 == 37а» — Jg 
| " Ты < P | 28 
D l 92 1 [mb = сав + p 
2562223 сэз 0.04 R33 £ о ро H 
ia osc ыш 28 2.9 pra 
AMP ie < < > 
“4 аз зок | XN1815 | T 
| взг пе вво | L6 тон FILTER SWITCH p RM 
пав opt - + F 
E — 5 L ame RADIOON | 
|| - š = R2B 47K = = ZoaanoseL || žo 
[oca Pe ee К Е Ine аё cocatyox || 2% 
= a UU ee Е TAPE ON БЕ 
[5398 E зз | [- не | <= akaca || 5 
BOARD [ТАРЕ] ак T s = 
Н x свог Peo 2 
ES — моям > METAL | FEM во | 
SE | ® 
ње = = пи | | 6313 + 15], eun 
F =й > t + 220 E 8 отуң voo | 
Ж š | av 44 
E N | 2 H— Ale osc 
т EM 13 4— — — — Me ona | 
5 H | 29 осарвеєр, || 
z | т 0303 — vog 
z | DAN202K cazt 
| p 100p A 
G | < iF < Note on Schematic Diagram: 
zit H = naor cd > PHONES > All capacitors are in uF unless otherwise noted. pF: uuF 
3⁄2 оо x R246 4.7 L201 гган я (A SOWV or less are not indicated except for electrolytics 
А | ES AT x and tantalums. 
Ë — Ei nd " ШЕ. ° АП resistors are in © and У. W ог less unless otherwise 
а specified 
Е 8 . A  :internal component, 
Е М) maos © EERE: £+ Line 
n gui è th Sj noron в 
2 LA4833M * EB: :- tine 
z POWER AM 3 З 
5 е E © С: adiustment for repair 
АМ © 0304 • Тога! current is measured with no cassette installed. 
NAME ы ORK. n эзог * Power voltage is dc 3 V and fed with regulated dc power 
RE ESI ау supply from external power voltage jack. 
ES 522 9303 | | e Voltage and waveforms are dc with respect to ground 
EE] ЗЕ ју $57] DTA114TK | [ову ваттеву 
RAT E: У 4 8309: SYSTEM B+ TOTAL oummENT | | |= arze an under no-signal (detuned) conditions. 
тб ce |+ SWITCH TAPE FND:80mA ТЕС А 
R247 ак 
U E RE м К ГРИВЕН: Вата | | |oesrguatzoy ne noma: РИБОМ к 
1 š a 5304-1 | 2248 | PEs 3v • Voltages аге taken with а VOM (Input impedance 10M Q) 
ч 8302 а, 126 |“ Е | 190 $ leote eL Voltage variations may be noted due to normal produc- 
uj иоле Sols нада“ 22074 = “је ы tion tolerances. 
2l | 33 H ОМ СЕЕ os T er 
т +... + + БЕТП + * * Signal path 
— 6210 oz 9301 2309 : 
J EK 015-047 4 EN PR3433S  prcioaTk 0.056F/3,5V > :FM >> :РВ 
| og EPNER, | 
" г ` = Sart WG: West Germany Model 
мии — —— IT: Italian Model 
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5-4. SCHEMATIC DIAGRAM —DISPLAY SECTION — 


[ Tex ccu ER ES СМРВОг 1P-10P L 
СМРВОЈ 11P-15P 
DISPLAY BOARD) варто on | 
Ls 
РАЎ cazo i BAND SEL |7 
(STEP) 1000p LOCAL/DX |t? 
АЕ (SKHz) — US окна) 
(0.05MHz) (0, 1MHz) ТАРЕ. ПЫ 3 
QUEM T VC | av |? 
пера | R830 680 pBo (50) |8 
o 
CB12 БВ41 
Эвә7 a KETEJ ДЕЦ 2и дыг ит [3 
вог » 
Кя M Den SBOB1HN-CD = | esp hg 
TAPE 6 
0802 DAN202K L802 А TUN уор |8 
DTC114EK É 2.2иН 14 
ТАРЕ ty osc 
SWITCH 5 ne 0803 DAN202K " ME ЕР 
о — 
aN 0804 DAN202K 2945 Ө cep (ВЕЕР)!0 
ы ia a alodo 15 6544 уђе 
DOE adal а 3 i LES + +! cess (MUTE) |6 
© o m DAN202K је 2636262 oy 5 Г 2550 үрп 8 
а — š M 16 QsY бкауб=о =: 9804 
mi $ a a к 60 z am N q x 3 c з | 2S0586-Dv5 Т 
1. | FJ. | Ed, | EI ч раса ; + dcs i 
~ ч E ES Ze mane 0.5 FILTER 
Я ° 58 со Же И ој: w = Д) ввов | 
> mm шо <3 RB04 бв NV ток @7 | 
ч $ m 4,7К свгв 0803 
8 ni ја ge? zg? d + АНЫ PSK160A-K28 ш | pase | 
0801 D 4 @ a LOW PASS с 5.6K Н 
ИЕ ar | Ф [5 ] ail | FILTER : | 
43 свов 
DTA АТК ы 15/4/1+ С ae Н 
ч , o 15 9 ) | 
TAPE ON ow éT § 8 é Тео E I! M 
SWITCH 55 4 9 Н E d 4] 12801 bi " «d | 
+ о 
| | | = | 45 #PD17156 1.4 m TIE | 
x " 5 PLL SYNTHESIZEA "m | 
zE| рк 5 Ha LCD DRIVE š | 
' 
Š š q 1 ola ] T v2.9 
°% ° 9808 25С2223 asc АМР | 
1.5 425 8 + му 
С 49), дз ve RB21 100K і CB25 0.022 | 
5429 = vss (2—1— 
1.5 429 LE свов 
69 15 à, 0.1 | 
IE UE | 
63 Тоо 
> ос 1804 | 
63 104H ' 
z oo | 
TEPER RR ere T | 
Н 
1 
1 
1 
i 
H 
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LCD1 DISPLAY PANEL, LIGUID CRYSTAL 
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PRESET 


MHz 
KHz 


| W304 
BUZZER 
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TO MAIN BOARD 


NOTE: 


The mechanical parts with no reference 
number in the exploded views are not 
supplied. 


The construction parts of an assembled 
part are indicated with a collation num- 
ber in the remark column. 


Items marked “*" are not stocked since 
they are seldom required for routine 
service. Some delay should be antici- 


pated when ordering these items. 


6-1. CABINET SECTION- 1 


not supplied 


No. 


Part No. 


1 3-326-536-11 
2 3-704-243-11 
3 3-357-488-01 
4 3-357-466-01 
5 3-326-573-01 


6 3-326-520-01 
7 3-357-469-01 
8 3-318-201-51 
9 3-578-242-11 


3-326-519-01 
3-312-826-00 
X-3347-198-1 
. 3-357-486-01 


3-357-487-01 
3-357-487-11 


Description 


SCREW, TAPPING 

SCREW (P1.7X2.0) 

BUCKLE 

KNOB (A) 

RING (DIA.4.9X DIA.7.1), 0 


PACKING, HP JACK · 

JOINT (B) 

SCREW (B) (1.4X4), TAPPING 
WASHER 


: WINDOW, LED 


PACKING, DC JACK 
ARM ASSY, CLICK 
SPRING, CLICK 


(US,Canadian,E,UK)... 
(AEP,WG,IT)..... .... COVER 
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SECTION 6 
EXPLODED VIEWS 


Due to standardization, parts with part 
number suffix -XX and -X may be dif- 
ferent from the parts specified in the 
components used on the set. 


Color Indication of Appearance Parts 
Example: 
(RED) ... KNOB, BALANCE (WHITE) 


t 


Cabinet's Color 


Parts’ Color 


Remarks No. Part No. 

17 3-318-382-11 
18 1-535-749-11 
19 3-357-460-01 
20 3-351-134-01 
22 7-685-105-19 
23 3-326-149-01 
24 3-357-472-01 
25 3-357-471-01 
26 3-326-145-11 
27 3-357-484-01 
901 А-3289-743-А 
А-3289-789-А 

902  *1-634-131-11 
LCDI 1-808-971-11 
W301 1-529-084-11 


WG: West Germany Model 


IT: 


Description 


Italian Model 


Remarks 


SCREW (1.7X4.5), TAPPING 
CONDUCTOR (CONNECTION) 
SCREW, TAPPING 
PACKING, CABINET 
SCREW +P 2X8 TYPE2 NON-SLIT 


PACKING (B) 


REINFORCEMENT (B) 
REINFORCEMENT (А) 
SCREW (M1.7X5.8) 
BRACKET (BUCKLE) 


(US,Canadian,E,UK)..PC BOARD ASSY, DISPLAY 


(AEP ,WG,IT) 


PC BOARD, HEADPHONE 
DISPLAY PANEL, LIQUID CRYSTAL 


BUZZER 


PC BOARD ASSY, DISPLAY 


6-2. CABINET SECTION-2 


61 


Part No. 


3-357-477-01 
3-357-464-01 
3-357-467-01 


3-357-491-01 
3-357-491-11 


3-357-470-01 
7-685-105-19 
3-318-201-51 
3-357-468-01 


903 


Description 


LID, BATTERY CASE 
SPRING, TORSION 
KNOB (B) 


(US,Canadian)...... CHASSIS 
(WG, IT,UK,E,AEP).. .CHASSIS 


TERMINAL BOARD, BATTERY 
SCREW *P 2X8 TYPE2 NON-SLIT 
SCREW (B) (1.4X4), TAPPING 
JOINT (A) 
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Remarks No. 


Part No. 


3-357-483-01 
3-357-479-01 
3-357-478-01 


А-3261-120-А 
А-3261-190-А 


А-3289-744-А 
1-635-388-11 
1-402-487-11 
1-466-100-11 


WM-F2078 


Description Remarks 
SPRING, BATTERY COIL 

JOINT (C) 

KNOB (C) 


(US,Canadian)......PC BOARD ASSY, MAIN 
(АЕР UK ,WG, IT,E)...PC BOARD ASSY, MAIN 


PC BOARD ASSY, SUB 

PC BOARD, FLEXIBLE (AUDIO) 
ANTENNA, FERRITE-ROD 
SERVO UNIT 


WM-F2078 


6-3. MECHANISM SECTION 
(MF-WMF2078- 19) 


M901 


103 


No. Part No. Description 


101 3-360-021-01 SPRING (STOP), TORSION 

102 3-351-599-11 BELT 

103 3-352-758-01 SCREW (M1.7X1.8), TOOTHED LOCK 
104 3-351-733-01 LEVER, PLAY 


105  *3-357-481-01 BUTTON (В) 
106 *3-357-480-01 BUTTON (А) 
107 3-351-732-01 PINCH LEVER 
108 3-352-737-01 PINCH ROLLER 
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HP901 


108 


Remarks Мо. · 


Part No. 


3-351-710-01 
3-360-020-01 
3-351-597-01 
3-351-706-41 


Х-3346-795-1 
1-630-959-11 
1-543-596-11 
1-541-648-11 


910 


Description 


SPRING (PREVENTION), TORSION 
SPRING, COMPRESSION 

GEAR (R) 

SPRING (T), TORSION 


CHASSIS SUB ASSY 

PC BOARD, FLEXIBL  . 
HEAD, MAGNETIC (PLAYBACK) 
MOTOR, DC 


Remarks 


| WM- F2078 


SECTION 7 
ELECTRICAL PARTS LIST 
NOTE: 
e Due to standardization, replacements in the parts CAPACITORS: WG: West Germany Model 
list may be different from the parts specified in МЕ: uF,PF: ШЕ. IT: italian Model 
the diagrams or the components used on the set. RESISTORS 
e Items marked “x” are not stocked since they è All resistors are in ohms. 
are seldom required for routine service. Some • F:nonflammable 
delay should be anticipated when ordering these COILS 
ПЕЕ е ММН: mH, UH: uH 
e | see are two | тоге se a in d SEMICONDUCTORS 
SEEN аз a Sstereophonic machine, on Y typica In each case, О: u, for example: 
circuit parts may be indicated and capacitors and UA...: uA UPA...: uPA... 
resistors in other same circuits may be omitted. UPC...: uPC, UPD...: uPD... 
Ref.No. Part No. Description Ref.No. Part No. Description 
901 A-3289-743-A (05 ,Canadian,E,UK ) C44 1-162-974-11 CERAMIC CHIP 0.01MF 50ү 
.. „РС BOARD ASSY, DISPLAY C46 1-162-964-11 CERAMIC CHIP 0.001MF 10% 50V 
A-3289-789-A (AEP,WG,IT)....PC BOARD ASSY, DISPLAY C50 1-162-974-11 CERAMIC CHIP 0.01МЕ 50v 
902 *1-634-131-11 PC BOARD, HEADPHONE C101 1-163-005-11 CERAMIC CHIP 470PF 10% 50V 
C102 1-163-005-11 CERAMIC CHIP 470PF 10% 50V 
903 А-3261-120-А  (US,Canadian)...... PC BOARD ASSY, MAIN C103  1-162-953-11 CERAMIC CHIP 100PF % 50V 
А-3261-190-А  (AEP,UK,WG,IT,E)...PC BOARD ASSY, MAIN ` 
C104 1-162-953-11 CERAMIC CHIP 100PF 5% 50V 
904 A-3289-744-A PC BOARD ASSY, SUB 6105  Á 1-164-232-11 CERAMIC CHIP 0.01MF 50V 
906 1-635-388-11 PC BOARD, FLEXIBLE (AUDIO) Cl06  1-135-202-21 TANTAL. CHIP 22MF 20% 4y 
910 1-630-959-11 PC BOARD, FLEXIBL 
C107 1-135-151-21 TANTAL. CHIP 4,7МЕ 20% 4\ 
C4 1-162-912-11 CERAMIC CHIP 7PF 0.5РЕ 50Ү C108 1-162-953-11 CERAMIC CHIP 100PF 5% 50V 
C5 1-163-083-00 CERAMIC CHIP ТРЕ 0.25PF 50V C109 1-162-969-11 CERAMIC CHIP 0.0068МЕ 10£ 25V 
C6 1-162-915-11 CERAMIC CHIP ТОРЕ 0.5PF 50V 
: C110 1-163-809-11 CERAMIC CHIP 0.047MF 5% 25V 
C7 1-162-995-11 CERAMIC CHIP 0.022MF 50V C111 1-135-087-21  TANTAL. CHIP 0.68MF 10% 20V 
C10 1-126-246-11 ELECT CHIP 220MF 20% 4N C112 1-163-017-00 CERAMIC CHIP 0.0047MF 10% 50V 
cli 1-135-091-00 TANTAL. CHIP IMF 20% 16V | 
C113 1-163-989-11 CERAMIC CHIP 0.033MF 10% 25V 
C12 1-163-083-00 CERAMIC CHIP ТРЕ 0.25PF 50V C114  1-135-151-21 TANTAL. CHIP 4.7MF 20% 4ү 
C13 1-162-934-11 CERAMIC CHIP ЗРЕ 0.25РЕ 50V C117  1-163-009-11 CERAMIC CHIP 0.001MF 10% 50V 
C14 1-162-974-11 CERAMIC CHIP 0.01МЕ 50V 
C118 1-163-038-00 CERAMIC CHIP ОЛМЕ 25ү 
C15 1-163-133-00 CERAMIC CHIP 470PF 5% 50V C201 1-163-005-11 CERAMIC CHIP 470PF 10% 50V 
C16 1-162-974-11 CERAMIC CHIP 0.01МЕ 50V C202  1-163-005-11 CERAMIC CHIP 470PF 10% 50V 
C17 1-162-974-11 CERAMIC CHIP 0.01МЕ 50Ү 
C203 1-162-953-11 CERAMIC CHIP 100PF 5% 50V 
C18 1-164-346-11 CERAMIC CHIP IMF 16V C204 1-162-953-11 CERAMIC CHIP 100PF 5% 50V 
C19 1-135-151-21 TANTAL. CHIP 4.7MF 20% 4N C205  1-164-232-11 CERAMIC CHIP 0.01МЕ 50V 
C20 1-135-201-11 TANTAL. CHIP ТОМЕ 20% 4ү 
C206  1-135-202-21 TANTAL. CHIP 22MF 20% 4y 
C21 1-135-091-00 TANTAL. CHIP IMF 20% 16V C207  1-135-151-21 TANTAL. CHIP 4.7MF 20% 4ү 
C22 1-164-346-11 CERAMIC CHIP IMF 16V C208  1-162-953-11 CERAMIC CHIP 100PF 5% 50V 
C23 1-164-346-11 CERAMIC CHIP 1MF 16ү 
C209  1-162-969-11 CERAMIC CHIP 0.0068MF 10% 25\ 
C24 1-162-995-11 CERAMIC CHIP 0.022MF 50V C210 1-163-809-11 CERAMIC CHIP 0.047MF 5% 25ү 
C25 1-162-960-11 CERAMIC CHIP 220PF 10% 50V C211 1-135-087-21  TANTAL. CHIP 0.68MF 10% 20V 


C26 1-162-968-11 CERAMIC CHIP 0.0047MF 10% 50V 


C212  1-163-017-00 CERAMIC CHIP 0.0047MF 10% 50V 
C27 1-135-202-21 TANTAL. CHIP 22MF 20% 4 (213  1-163-989-11 CERAMIC CHIP 0.033MF 10% 25V 
C28 1-135-145-11 TANTAL. CHIP 0.47MF 20% 25V (214 1-135-151-21 TANTAL. CHIP 4.7MF 20% 4Y 
C29 1-135-151-21 TANTAL. CHIP 4.7MF 20% 41 

C217  1-163-009-11 CERAMIC CHIP 0.001MF 10% 50V 
C30 1-135-091-00 TANTAL. CHIP IMF 20% 16V C218 1-163~038-00 CERAMIC CHIP 0.1MF 25Y 
C31 1-163-035-00 CERAMIC CHIP 0.047MF | 50ү C301  1-164-232-11 CERAMIC CHIP 0.01МЕ 50V 
C32 1-163-035-00 CERAMIC CHIP 0.047MF 50V 

C302 1-126-246-11 ELECT CHIP 220MF 20% 4v 
C33 1-135-202-21 TANTAL. CHIP 22MF 20% 4y C303  1-135-163-2] TANTAL. CHIP 47MF 20% 4\ 
C34 1-135-151-21 TANTAL. CHIP 4.7MF 20% 4N C305  1-126-246-11 ELECT CHIP — 220MF 20% 4y 
C35 1-162-974-11 CERAMIC CHIP 0.01МЕ 50ү 

C306  1-126-246-11 ELECT CHIP `220МЕ 20% 44 
C36 1-162-974-11 CERAMIC CHIP 0.01MF 50V C307 1-126-246-11 ELECT CHIP 220МҒ 20% 4y 
C37 1-164-346-11 CERAMIC CHIP IMF 16v C308  1-126-608-11 ELECT 330MF 20% 2 
C38 1-164-346-11 CERAMIC CHIP IMF 16v 

C309  1-125-639-11 DOUBLE LAYERS 0.056F 3.5V 
C40 1-162-995-11 CERAMIC CHIP 0.022MF 50Ү C311  Á1-126-209-11 ELECT CHIP — 100MF 20% av 
C41 1-162-946-11 CERAMIC CHIP 27PF 52 20У C312 1-135-091-00 TANTAL. CHIP ТМЕ 20% 16V 
C42 1-164-363-11 CERAMIC CHIP 5600PF ү 


= 93. 


Downloaded from www.Manualslib.com manuals search engine 


WM- F2078 | 


Ref.No. Part No. 
C313  1-126-246-11 
C316 1-164-232-11 
C317  1-135-091-00 
C319  1-163-033-00 
C320 1-135-163-21 
C321  1-163-117-00 
С801 1-135-158-21 
C802 1-163-098-00 
C803 1-163-106-00 
C804 1-163-038-00 
C805 1-163-009-11 
C806 1-163-038-00 
C808 1-135-158-21 
С811  1-164-336-11 
C812  1-163-009-11 
C813  1-163-033-00 
C814 1-135-085-21 
C815  1-163-105-00 
C816 1-163-033-00 
C818 1-163-139-00 
C819  1-135-161-21 
C820  1-164-232-1 
C821 1-163-009-11 
C822 1-164-232-11 
C824  1-164-232-11 
C825 1-163-033-00 
C826 1-163-038-00 
C827  1-135-151-21 
C840 — 1-163-009-11 
6841 1-163-009-11 
CF1 1-567-910-11 
CF2 1-567-910-11 
СЕЗ 1-577-261-21 
CFA 1-577-065-11 
CF5 1-567-164-00 


CNP301 1-565-370-11 
CNP302 1-565-370-11 
CNP801*1-565-370-11 
CNP802*1-569-470-21 


CTI 
CT3 


01 
02 
03 


1-141-373-11 
1-141-373-И 


8-719-984-03 
8-719-984-03 
8-719-951-05 


CERAMIC 


Description 


ELECT CHIP 
CERAMIC CHIP 
TANTAL. CHIP 


CERAMIC 
TANTAL. 
CERAMIC 


CHIP 
CHIP 
CHIP 


TANTAL. 
CERAMIC 
CERAMIC 


CHIP 
CHIP 
CHIP 


CERAMIC 
CERAMIC 
CERAMIC 


CHIP 
CHIP 
CHIP 


TANTAL. 
CERAMIC 
CERAMIC 


CHIP 
CHIP 
CHIP 


CERAMIC 
TANTAL. 
CERAMIC 


CHIP 
CHIP 
CHIP 


CHIP 
CHIP 
CHIP 


CERAMIC 
TANTAL. 


CERAMIC 
CERAMIC 
CERAMIC 


CHIP 
CHIP 
CHIP 


CERAMIC 
CERAMIC 
CERAMIC 


CHIP 
CHIP 
CHIP 


CHIP 
CHIP 
CHIP 


TANTAL. 
CERAMIC 
CERAMIC 


FILTER, 
FILTER, 
FILTER; 


FILTER, 


220MF 
0.01МЕ 
1МЕ 


0.022МЕ 
47MF 
100PF 


15MF 
16РЕ 
З6РЕ 


0.1MF 
0.001MF 
0.1MF 


15MF 
0.33MF 
0.001MF 


0.022MF 
4.7MF 
33PF 


0.022MF 
820PF 
22MF 


0.01MF 
0.001MF 
0.01MF 


0.01MF 
0.022МЕ 
0.1МЕ 


4.7MF 
0.001MF 
0.001MF 


CERAMIC 
CERAMIC 
CERAMIC 


CERAMIC 


VIBRATOR, CERAMIC 


HOUSING, 
HOUSING, 
HOUSING, 
HOUSING, 


CAP, TRIMMER 
CAP, TRIMMER 


DIODE KV1410 
DIODE KY1410 
DIODE KV1560 


CONNECTOR 5P 
CONNECTOR 5P 
CONNECTOR 5P 
CONNECTOR 10P 
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20% 
20% 
20% 
5% 

10% 


5% 
5% 


10% 


10% 
10% 


20% 
5% 


10% 
10% 


10% 


20% 
10% 
10% 


L101 
L201 
L301 
L801 
L802 
L803 
L804 
LCD] 


M901 


—24— 


Part No. 


8-719-800-76 
8-719-400-18 
8-719-400-18 


8-719-976-04 
8-719-400-18 
8-719-400-18 


8-719-400-18 
8-719-400-18 
8-719-400-18 
8-719-400-18 


1-236-053-11 
1-543-596-11 


8-752-039-99 
8-759-909-64 
8-759-701-07 
8-759-802-75 


8-759-149-11 
8-759-999-91 
8-759-947-95 


1-565-376-11 
1-569-412-11 


1-216-295-00 
1-216-864-11 
1-216-864-11 


1-216-864-11 
1-216-296-00 
1-216-296-00 


1-216-295-00 
1-216-295-00 
1-216-296-00 


1-402-487-11 
1-426-509-41 
1-406-392-11 
1-406-177-61 
1-410-204-31 
1-410-196-11 
1-410-196-11 
1-410-196-11 
1-410-204-31 
1-410-196-11 
1-410-204-31 
1-410-196-11 
1-808-971-11 
1-541-648-11 


Description 


155226 
MA152WK 
MA152WK 


DIODE 
DIODE 
DIODE 


DIODE 
DIODE 
DIODE 


PR34335 
MAT152WK 
MAT52WK 


MA152WK 
MA152WK 
MAT52WK 
MAT152WK 


DIODE 
DIODE 
DIODE 
DIODE 


FILTER, BAND PASS 


HEAD, MAGNETIC (PLAYBACK) 


IC CX20029 
IC BA3404F 
IC NJM2063AM 
IC LA4533M 


IC UPD1715G-621-22 


IC TK11821M 
IC S-8051HN-CD 


JACK, HEADPHON 


5 
Е 


JACK, EXTERNAL POWER 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


(AEP,IT,WG)... 
METAL GLAZE 
METAL GLAZE 


ооо ооо 


М 
0 
0 


ETAL 


ANTENNA, FERRITE-ROU 


COIL (FM RF) 
COIL (FM OSC) 


COIL 
INDUCTOR CHIP 
INDUCTOR CHIP 


INDUCTOR CHIP 
INDUCTOR CHIP 
INDUCTOR CHIP 


INDUCTOR CHIP 
INDUCTOR CHIP 
INDUCTOR CHIP 


TOUH 
2 .2UH 


2 .2UH 
2 .2UH 
10UH 


2 .2UH 
10UH 
2 .2UH 


5% 
5% 
5% 


5% 
5% 
5% 


GLAZE 
5% 
5% 


1/10W 
1/16W 
1/16W 


1/16W 
1/8W 
1/8W 


0 5% 1/10W 
1/104 
1/104 


DISPLAY PANEL, LIQUID CRYSTAL 


MOTOR, DC 


R27 


Part No. 


8-729-101-25 
8-729-102-08 
8-729-900-53 


8-729-900-53 
8-729-900-53 
8-729-100-66 


8-729-900-53 
8-729-162-44 
8-729-100-66 


8-729-403-17 
8-729-900-53 
8-729-900-51 


8-729-900-51 
8-729-920-06 
8-729-162-44 


8-729-900-51 
8-729-900-53 
8-729-100-66 


8-729-900-53 
8-729-900-51 
8-729-117-84 


8-729-159-64 
8-729-102-08 
8-729-900-51 
1-216-849-11 
1-216-833-11 
1-216-838-11 


1-216-819-11 


1-216-849-11 . 


1-216-823-11 


1-216-853-11 
1-216-853-11 
1-216-825-11 


1-216-845-11 
1-216-843-11 
1-216-825-11 


1-216-837-11 
1-216-827-11 
1-216-827-11 
1-216-845-11 
1-216-845-11 
1-216-853-11 


1-216-825-11 
1-216-809-11 


Description 


TRANSISTOR 25С1009А-ҒАД 
TRANSISTOR 25С2223-Ғ14 
TRANSISTOR DTC114EK 


TRANSISTOR DTC114EK 
TRANSISTOR DTC114EK 
TRANSISTOR 25C1623-L6 


(WG,IT,AEP,E,UK)...TRANSISTOR DTC114EK 
TRANSISTOR 2SB624-BV4 
TRANSISTOR 2SC1623-L6 


TRANSISTOR XN1215 
TRANSISTOR DTC114EK 
TRANSISTOR ОТА114ТК 


TRANSISTOR DTATTATK 
TRANSISTOR DTCl24TK-T-146 
TRANSISTOR 2858624-BV4 


TRANSISTOR ОТАТТ4ТК 
TRANSISTOR DTC114EK 
TRANSISTOR 2501623-16 


TRANSISTOR DTC114EK 
TRANSISTOR DTAI14TK 
TRANSISTOR 2SK160AK26 


TRANSISTOR 250596 
TRANSISTOR 25C2223F14 
TRANSISTOR DTAI14TK 


METAL GLAZE 220K 5% 1/16W 
METAL GLAZE 10K 5% 1/16W 
METAL GLAZE 27K 5% 1/16W 
METAL GLAZE 680 5% 1/16W 
METAL GLAZE 220K 5% 1/16W 
METAL GLAZE 1.5K 5% 1169 
METAL GLAZE 470K 5% 1/16W 
METAL GLAZE 470K 5% 1/16W 
METAL GLAZE 2.2K 5% 1/16W 
METAL GLAZE 100K 5% 1/16W 
METAL GLAZE 68K 5% 1/16W 
METAL GLAZE 2.2K 5% 1/16W 
(WG,IT,E,AEP UK) 

...METAL GLAZE 22K 5% 1/16W 
METAL GLAZE 3.3K 5% 1/16W 
METAL GLAZE 3.3K 5% 1/16W 
METAL GLAZE 100K 5% 1/16W 
METAL GLAZE 100K 5% 1/16W 
METAL GLAZE 470K 5% 1/16W 
METAL GLAZE 2.2K 5$ 1/16W 
METAL GLAZE 100 5% 1/16W 


Ref.No. 


R28 
R30 
831 


R32 
R33 
R101 


R102 
R103 
R104 


R105 
R106 
R107 


R108 
R109 
R110 


R111 
R112 
R113 


R114 
#115 
R116 


R117 
R118 
R201 


R202 
R203 
R204 


R205 
R206 
R207 


R208 
R209 
R210 


R211 
R212 
R213 


R214 
R215 
R216 


R217 
R218 
R301 


R302 
R304 
R306 


—25— 
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Part No. 


1-216-089-00 
1-216-833-11 
1-216-841-11 


1-216-833-11 
1-216-839-11 
1-216-049-00 


1-216-049-00 
1-216-109-00 
1-216-065-00 


1-216-069-00 
1-216-635-11 
1-216-049-00 


1-216-067-00 
1-216-823-11 
1-216-112-00 


1-216-691-11 
1-216-663-11 
1-216-667-11 


1-216-673-11 
1-216-308-00 
1-216-308-00 


1-216-198-00 
1-216-832-11 
1-216-049-00 


1-216-049-00 
1-216-109-00 
1-216-065-00 


1-216-069-00 
1-216-635-11 
1-216-049-00 


1-216-067-00 
1-216-823-11 
1-216-112-00 


1-216-691-11 
1-216-663-11 
1-216-667-11 


1-216-673-11 
1-216-308-00 
1-216-308-00 


1-216-198-00 
1-216-832-11 
1-216-049-00 


1-216-308-00 
1-216-049-00 
1-216-017-00 


Description 


GLAZE 
GLAZE 
GLAZE 


METAL 
METAL 
METAL 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


METAL GLAZE 
METAL CHIP 
METAL GLAZE 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


METAL CHIP 
METAL CHIP 
METAL CHIP 


METAL 
METAL 
METAL 


CHIP 
GLAZE 
GLAZE 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


METAL GLAZE 
METAL CHIP 
METAL GLAZE 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


CHIP 
CHIP 
CHIP 


METAL 
METAL 
METAL 


METAL CHIP 
METAL GLAZE 
METAL GLAZE 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


METAL GLAZE 
METAL GLAZE 
METAL GLAZE 


WM-F2078 


1/10W 
1/16W 
1/16W 


1/16W 
1/16W 
1/10W 


1/10W 
1/10W 
1/10W 


1/10W 
1/10W 
1/10W 


1/10W 
1/16W 
1/10W 


1/10W 
1/10W 
1/10W 


1/10W 
1/10W 
1/108 


1/8W 
1/16W 
1/10W 


1/10W 
1/10W 
1/10W 


T/10W 
1/10W 
1/10W 


1/10W 
1/16W 
1/10W 


T/10W 
1/10W 
1/10W 


1/10W 
1/10W 
1/104 


1/84 
1/16W 
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Ref.No. Part No. Description Ref.No. Part No. Description 
R309  1-216-838-11 METAL GLAZE 27K 5% 1/164 Sul 1-466-100-11 SERVO UNIT 
R310 1-216-099-11 METAL GLAZE 120K 5% 1/10W 
8401  1-216-639-11 METAL CHIP 330 0.50% 1/10W TI 1-404-690-11 TRANSFORMER, IF 


1801 1-424-351-21 TRANSFORMER, DC-DC CONVERTER 
R402  1-216-627-11 METAL CHIP 100 0.502 1/10W 
R801  1-216-081-00 METAL GLAZE 22K 5% 1/10W №301 1-529-084-11 BUZZER 
8802  1-216-081-00 METAL GLAZE 22K 5% 1/10W 

X801 1-577-262-11 VIBRATOR, CRYSTAL (75kHz) 
R804 1-216-065-00 METAL GLAZE 4.7K 5% 1/104 
R805  1-216-097-00 METAL GLAZE 100K 5% 1/10W 
R806 1-216-073-00 METAL GLAZE 10K 5% 1/104 


R807  1-216-067-00 METAL GLAZE 5.6K 5% 1/10W 
R808 1-216-073-00 METAL GLAZE 10K 5% 1/10W 
R809  1-216-081-00 METAL GLAZE 22K 5% 1/10W 
| ACCESSORY & PACKING MATERIAL 
R810  1-216-081-00 METAL GLAZE 22K 5% 1/10W 


R814  1-216-065-00 METAL GLAZE 4.7K 5% 1/10W *3-360-028-01  (US,Canadian)...... INDIVIDUAL CARTON 
R815  1-216-025-00 METAL GLAZE 100 5% 1/10W *3-360-034-01 (UK,E,AEP,WG,IT)...INDIVIDUAL CARTON 
R816  1-216-045-00 METAL GLAZE 680 5% 1/10W *3-360-029-01 CUSHION (UPPER) 
#817  1-216-081-00 METAL GLAZE 22K 5% 1/10W *3-360-030-01 CUSHION (LOWER) 


#818  1-216-025-00 METAL GLAZE 100 5% 1/10W 
3-751-661-31  (Canadian,E)...INSTRUCTION 


2821  1-216-097-00 METAL GLAZE 100K 5% 1/10W 


8825  1-216-113-00 METAL GLAZE 470K 5% 1/10W 3-751-662-11  (AEP,UK,Canadian,E ,WG, IT) 
2826 1-216-089-00  (US,Canadian,E,UK) ...MANUAL, INSTRUCTION (ENGLISH/FRENCH) 
...METAL GLAZE 47K 5% 1/10W 3-751-662-21 (US)....... MANUAL, INSTRUCTION (ENGLISH) 
3-751-662-41  (AEP,WG)...MANUAL, INSTRUCTION 
R827  1-216-073-00 METAL GLAZE 10K 5% 1/10W (GERMAN/DUTCH) 
R828 1-216-113-00 METAL GLAZE 470K 5% 1/10W 3-751-662-51  (AEP,E,WG)....MANUAL, INSTRUCTION 
R830 1-216-647-11 METAL CHIP 680 0.50% 1/10W (SPANISH/PORTUGUESE) 
R831  1-216-675-11 METAL CHIP 10K 0.50% 1/10W 3-751-662-61  (AEP,IT,WG)...MANUAL, INSTRUCTION 
(SWEDISH/ITALIAN) 
RV301 1-230-593-11 RES, VAR, CARBON 10K/10K (VOL) 
RV601 1-238-237-11 RES, ADJ, CERMET 470 (SPEED) 8-952-261-90 (EXCEPT E)...HEADPHONE MDR-WI5L/Y SET 
8-952-265-90 (Е).......... HEADPHONE MDR-E215/Y SET 


S301  1-572-271-11 SWITCH, LEAF 
S302  1-571-859-11 SWITCH, LEAF X-3347-197-1 CASE ASSY, CARRYING 


S303 1-572-272-21 SWITCH, SLIDE 


S304 1-571-277-11 SWITCH, SLIDE 
S801 1-572-270-11 SWITCH, KEYBOARD 
S802 1-572-270-11 SWITCH, KEYBOARD 


S803 1-572-270-11 SWITCH, KEYBOARD 
S804 1-572-270-11 SWITCH, KEYBOARD 
S805 1-572-270-11 SWITCH, KEYBOARD 


S806 1-572-270-11 SWITCH, KEYBOARD 
S807  1-572-270-11 SWITCH, KEYBOARD 
5808 1-572-270-11 SWITCH, KEYBOARD 


5809 1-572-270-11 SWITCH, KEYBOARD 
S810 1-572-270-11 SWITCH, KEYBOARD 
S811 1-572-270-11 SWITCH, KEYBOARD 


S812  1-572-270-11 SWITCH, KEYBOARD 
S813  1-572-270-11 SWITCH, KEYBOARD 
S814 1-571-275-11 SWITCH, SLIDE 
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